AARONSON, EMANUEL & FLORENCE TS NEW YORK 
RDS - NY-761-S 
} DECLASSIFICATION AUTHORITY DERIVED FRC. 
| Authorized: (AG) 4-28-52 FBI AUTOMATIC DECLASSIFICATIO 

FO notified: 5-1~52 ba 10-28-2020 By 
Installed: 5-15-52 #100-47736  ~ b6 -1 
Dise. 12-12-52, 5:30 b7C -1 
‘Address; 127 Kingston Ave., Brooklyn, N.Y. 


- Telephone : President 3-9040, 3-8522, 3-9816 
. Location of Plant: Sutec 
_ COMMENT: Re Dr. James Edward Jackson, Jr., WAS, Fuge, 
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ALL [NPURMATION (On 
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DATE Ll-le-2020 By 


ABT, JESSICA SMITH | ° ” TS NEW YORK 
“2 NYT=311 

Authorized: L-RDL5 b the * AG 3 | 

Installed: fn02- Bye pm Si sarees cc 


Discontinued: ~- 11/5 LL am ie ts es 


Addressi 114 East 32nd Street, New York City 


‘b6 -1 


Telephone: Murray Hill 393855, 3-3856, 3857 b7c -1 
(Listed name of Soviet Russia Today) 


Location of plant: Sutec. 
MAINTAINS CONTACT WITH SUSPECTED SOVIET ESPIONAGE AGENTS, 
Philip Jacob Jaffe,was,et al, Espionage x 18-cv-01868-8938 


ABT, JOHN J. ; TS Wew YORK 


Authorized: 4-13-44 by the A.G. 
Installed: 4~28-44, 11 am 
Discontinued: 7-8-Y% 7c A.M, 


Address: 444 Central Fags West., NYC 


Telephone: Academy 2q46T1 ALL INFORMATION oan 
Se HEREIN IS UNC LASSI 
Location of plant: Sutec UBTE Shr eGreeel ee 
: ; b6 -1 
b7C -1 
SUSPECTED SOVIET ESPIONAGE AGENTS COWTACT. . 
an “7 2 C3 S§ Gf} 
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DATE 10-26-2020 BY 
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b7E -2 
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18-cv-01868-8947 


ACADEMY HALL. IMS NEW: YORK 
by * ga CORPIEENTIAL NY 1898-.S% 
Authorized: 12-26-56 (CT) 

FO Notified: 12-26-56 (se tet upa) 

Installed: 12-28-56; 5:20pm Disc: 12-28-56; 


11:45 pm 
Address: Rm 16D, Academy Hall, NYC 


: bé6 -1 
Plant: Rm 16G, Academy Hall, NYC b7C -1 a) 
Comment: Meetings of various CP arganizatio 


WeT/agt RE: CP, USA, DISTRICT WO 2, NY FIELD 
DIVISION, IS - GC. 19073~-4 


18-cv-01868-8948 


q 
BECLASS LEI CAT ie STA. Sei Pee: 


Ct BS WfeJe] gor, CONSENS Se orp cs 


Wriet 148-57 Meeting of 12-26-56 was. "NY caunty,, * 
P Committee" Room 16¢, Academy Hall, NYC, 
Yairtel 2-19-57 NY 1962-S% installed 2-18-57 
:30 pm and discontinued 2-18-57; 10:50 pm 
M"fanhattan Count outh Section" 
Yairtel B~22-57 NY 1966-S% inst e 

-21-57 & discontinued 12:15 am; 2222657 "Bast 
idtown Club" 

Yairtel 3-21-57 NY 1898-S% installed 3:00 pm 
-20-57 & dise: 11:55 pm 3-20-57 Gad all evidence 
wiring removed. "New York County CP: Committee"! 
Yairtel 5-16-57 installed 5- : pm. 
iscontinued 5-16-57; 11:15 am NY 1898-S% in Rm 
4-B2, Academy Hali, 853 saree NYC. Monitored 


oom 44-F2, "NY Count Comnittee"” 18-cv-01868-8949 
ni L 


_ aie Be 


MANUSCRIPT READERS MS NEW YORK 

ey ae CONPPESTIAL NY 1898-8 

Authorized: 12-6-56 (CT) 

FO Notified: 12-6-56 (teletype) 

‘Installed: 12-12-56; 5:30 pm Dise: 12-12-56; 
11:15 pm 

Address: Rm 17B, Academy Hall, 853 Broadway 


Plant: Rm 18-B, Academy Hall we 
Comment: Meeting scheduled for 12-14-56 

b6 -1 
BE: CP, USA, DISTRICT 2, IS - @ b7c -1 
: i 


CCL/ag 


— 


PRL AAT IO Cece etic angen 
OADR wee Dae een ee “| 


CONEBENTL 18-cv-01868-8050__1 


” 


emo Belmont +6 Boardman 134656 Trespass wot 2 Ip 
pe necessary to effect installation. ; . 
Yairtel 12-13-56 All evidence of seswaticezan 
has been removed. 


18-cv-01868-8951 


Ne 


Teka He yo A ge L , + we 
Yairtel - 5-27-57 GRADO activated 524057 ‘ 


| 
1 am; Bm 16-C, Academy Hall, 853 Broadway, | 
lant Rm 16-D, same address ‘Discontinued: 5-25-57 
2:15 om "East Side Boys Club" All traces of | 
installation removed & security precautions 

observed. 


en aoe 


AGADENY HAtE is _ - «NEW. YORK\ 


NYairtel 7-30-57 NY 2076-Si installed-in Rm 17d 
853 Broadway, NYC cover meeting of "FURNITURE 

REGION NY 2076-S% was removed 9:10 pm; 7-29-5 
Permanent wir. left intact.Installed 7-29-57; 


NYairtel 9-5-57 NY 2096-S% carbon mike instaliedy 
at 11:45 am; 9-4~57 to cover meeting of "Organize} 
Membership Directoss & Financial Directors" calle 
by the NY State CP in Rm 14G, Academy Hall. Mike 
Monitored in Rm 14H. Installed was discontinued 
9:55 pm; 9-4-57, All evidence of installation © 


and all attendant wire removed. 18-cv-01868-8952 


Yairtel 12.23.57 NY 2186-9% & mike wis: inétaiied 
in Academy Hall, at 3 pm; 12-20-57 to, oover mneetir 
f "NY County CP Group" scheduled for 12-20-57 in 
m L6G. Mike monitored in Rm 16H. Installation 
iscontinued 10:35 pm; 12-20-57 & mike removed 
12:55 am; 12-21-57. All evidence of installation 
removed. : 
Yairtel 1-8-58 NY 2191-Sx mike’ installed 6 pm; 
Lsif--58 to cover meeting "Downtown Progressive 
| @2ub"” in Rn 11H, Academy Hall. Monitored from 
Room 11B. Installation removed 10 pm. 
WYlet 5-26558 NY 2302-Sx reactivated at 4:45 pm 
-22-58 in Rm 14-H, Academy Hall, covering meeting 
of "Chess Club, Distributive Region of CP"-NY 280: 
dise: 5 pm; 5-23-58 and permanent wiring condition 


remain the same. 
18-cv-01868-8954 


AGADEMY ‘HALL ~ tts Wew YORK 
NYlet 6-4-58 NY 2310-S% activated 3 pm; to cover 
meeting of GP group calling itself "Current Event 
Club" in Rm 18K, Academy Hall. Plant Rm 18H, same 
address. Dise: 10:38 pm; 6-3-58. All evidence o 
wiring removed. From proceedings. of the meeting 
NY 2310-S% advised that tt was cadre training 
class of the New York Cousty CP. 


NYlet 6-10-58 NY 2315-S% reactivated 12:10 pm;ly 
6-9-58 in Rm 14H, Academy Hall covering meeting 
of NY County CP". NY 2215-S% was dise 12 midnight 
on the same date & permanent wiring conditons 
remain the smae. 

FD 148 dated 6-16-58 ‘ 


~ CONFIDENTIAL 18-cv-01868-8955 


FD “113 dated: 12-16-58 ©. 0. “ By sie 


NYlet 5-29459. Inasmuch as Académy Hall is ‘not 
being used with any degree of frequency by 
communist groups athe present time, & since no (o) 
misur have been installed there during the past’ 
year, it is deemed advisable to remove all existe 
ing wiring facilities there on this date. Thoughy® 
there has been no change in the security factor 
Academy Hall since the date of the last installa- 
tion, it was decided to initiate this action to 
eliminate any unforeseen security problems until 
such time: as this installation should egain be use 
Henceforth, BU authority will be obtained before 


any future surveys or mi’ ‘crophone installations 
are made at Academy Hall. 


18-cv-01868-8956 


ACADEMY -HALL. 


Authorizeds: 12-2-59 _ oe i 


FO ‘Notified: 12-2-59 oe 


: React 108 aa 
eee 9-6 a 0B 


Address: 853 Bes a York City 


Plant: . 853 Broadway, New York City amy 


Comment: To be used for Conmmist Party, USA. 
meetings 


PWD/agt RE:CP, USA, NY DIVISION, IS - c 
100~3- 18-cv-01868-8957 


ACADEMY -HALL- TMS =, | | NEW YOR 


N¥let 1-13-60. On 1-8-60; 4:25 am; NY 2733-S*, 
NY 2734-5*, NY 2735-S* and NY 2737-S* were 
reactivated to cover meeting of "NY State CP 
convention hall" Rm 15A and caucus rooms, Rooms 
15H,’ 16D, 16H, at Academy Hall. Monitoring was 
from Rm 17K. Monitoring discontinued 7:40 pm; \. 
1-9-60. Mikes andwires remain secreted. ML 
NYlet 1-20-60. A11 microphones and wiring 
originally installed on 11-27-59, namely NY 2733 
through NY 2741-S* at Academy Hall, 853 Broadway 
NYC, were removed at 5:40 ams 1-19-60. The NY 
State CP Bommittee has now decided to hold its 
meetings on 1-23-60 at Adelphi Hall rather than at 
Academy Hall. ; _-., 18-cv-01868-8958 


‘ a , 
> SYMBOL NUMBER . ROOM COVERED - 


NY 2733-S* 15A, 15Al1, 15B (Used 
as one room for 
. convention hall) 
NY 2735-S* 16lee a ess ote 
NY 2736-S* 16ec™* 
NY 2737-S* 16H 
NY 2738-S* 16B b6 -1 0} 
NY nie ae shee b7C -1 
NY 2740-5* L4H 
NY 2741-S* 18E 


Room 18E was covered by installation of a mouse. 
NY 2733-S consisted of 2 carbon mikes used’ 
binaurally. GONFIDENTIAL 49 -y-01868-8959 


NYairtel 7-27-64, There is no wiring or 
‘technical equipment at Academy Hall. All wiring 
and technical equipment are removed after each 
installation. 
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bl -1 
b3 -1 
b6é -1, -2 
b7c -1, -2 
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ORO LAGS IP ICAT in SOTO) Sen ye Fee: 
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Authorized D4 Bare 16 -34-g000 =| | 
FO Notified yg Pts 
Installed: 

Discontinued 


Address: 


Telephone: CLASSIFIE : 


; DECLA ; ‘b7E -2, -3 
Plant: [___Csid ss 
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iat alaal ? ms 
AG memorazidum for” the Acting Director, FBI 


AG memorandum for the Acting Director 
AG memorandum for the Acting Director, FBI Hives 
nmennranogum e he Dire e 5 au orized 
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Authorized: 
FO Notified 
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Discontin 
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Plant: —rtr—SS ay 
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18-cv-01868-8971 


18-cv-01868-897 


*« 


‘DAMSy ARTHUR TS "NEW YORK >” 


: ; “ NY¥T-314 
Authorized: 5-1-45, by the AG b6 -1 
Installed: 5-5-45, 10:30 am BI <4 
Discontinued: 4/11/46 12 pm 
Address: Room 303, 522 5th Ave., NYC (office) 


Telephone: Murray Hill 23571 (listed to Music Products 
Inc.) 


Location of plant: Sutec ALL INFORMATION CONTAINED 
: HEREIN IS UNCLASSIFIED 


SOVIET AGENT. DATE 10-25-2020 BY 
18-cv-01868-8973 
, sec BEI IF O~2EE 


1 BLL INSORMATION COATAINED 
BEREIN IS UNCLASS | Fleo 
DATE 10-29-2020 Bi 


b6 -1 
b7c -1 


18-cv-01868-8974 
| 


"ADAMS, . ARTHUR TS NEW YORK 


NYT~244 
Authorized: 10-544 by the AG 
Installed: 10-16-44, 12:30 pm be -1 
Discontinued: .2-4-46 10 am b7c -1, 


f 


-Address: Room 1103, Peter Cooper Hotel, 130 EB. 39th St. 
| NYC 
| ALL INFURMATION CONTAINED 
| Telephone: Caledonia 5~2670 Hearn Is UNCLASSIFIED 
| DATE 10-29-2020 BY 


Location of plant: ~Suted : 
(Meogpa i 207 Fl Crgee MEL b “2 6-¥5) 
SOVIET AGENT 4<—tan- 18-cv-01868-897 


100-190625, 


| 2 oD rales 
tebe own bay, Shere teller.) 


ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIZIED 


b6 -1 
b7c -1 


- 18-cy-01868-8976 


ADAMS, BETTY RITA ~~—so TS NEW YORK 


Ee tes . " NYT-485 
Authorized: 3/11/48 by the AG bé -1 
Installed: 3/23/48 2 pm b7c -1 


Discontinued: _1a-4P Ye-m 
. ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 
DATE 10-28-2020 BY 


Address; 43-15 46th St., Sunnpside,LI 


-cy- -2077 se 
Telephone:Stiliwell 4-4926 18 ev 01868-8977 fon 
Location of plant: sutec yee ee et 


x o 
INVOLVED IN SOVIRT ESPIONAGE. - 9° &” 
(this also covers residence of Jacob 


3 and Solomon Albam'uder symbol NY¥t 484 
ESP-R . Sour different telephone nea) 
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EME e oo Pe 
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oo es 


DEL 


: * ae 10-29-2020 BY 


ASSIFICATION AUTHORITY 


Bl AUTOMATIC UU UASSI el AT LN GU 


ADELPHI HALL 
74 Fifth Avenue 
New York City 


Bylet PuBm 59 Authority granted) for ‘o ; 
‘effective 7-15-57. (t set 1-15258) | 


ALL IMPORMATION CONTAINED 
HEREIN IS UNCLASSI. 
DATE 10<Eo-2020 8 b6é -1| 


| | 
4 18-cv-01868-8981 
\ 


ADELPRY HALL Ws =sNBY YORK 7 


Avthor$zed: 1-15-57" (E lL FY ~1965-58 
FO Notified: 1-15-57 (atrtel) 
Installed: 2-18-57; 4 pm Dise: 2-19-57; 11:50p 


Address; Adelphi Hall, 74 Fifth Avenue, NYC 
Plant: Adelphi Hall, 74 Fifth Avenue, NYC 


Comment: Meetings of various CP organizations. 


WOT/agt RE: CP, USA, DIST. #2, IS - G 
100-3-4 


og 
18-cv-01868-8982 CONFIDENTIAL pePacraaric siciasesonpua tn 
_—_, 


wratrtel 8-50-57 NY 1963-38 instdjled 2-19257 
4 pm Discontinued. 2-19-573;~11:50 px. "GPUS, 
District #2, NY Division” meeting of NY Stite 
leaders. 

NYatrtel 3-97-57 NY 1963-S% thstalled 3-6-57; 

6 pm Discontinued 3-7-57; 11 an "East Side Waiters 
Club" Believed to be meeting of "Gates Faction” 
of NY State CP. Transmitter eek fais eS 00 an ! 


3-77-57 and all evidence instal 

NYairtel 3-23-57 NY 1996-S% taeeat iad SoBe obese 

‘11:45 am Discontinued 3-23-57; 12:35 am Rn. 10B, 

Adelphi Hall, 74 Fifth Avenue, NYC Plant Room - 

1100, same address. "CP, USA, District 2, Ig-c" ll 

NYairtel 4-6-57 NY 1870-S% activated 5:45 pe 
isc; 


5a87 to cover meeting "Gpen Forum Club" 
219087 740 gover meeting OP 


18-cv-01868-8983 


; ‘ SSS eerrektrin 
‘, $ " c $ * WIN : re 
NYairtel 5-85-57 NY 2023-Sx installed 5:30 pm 
|5-3-57 to cover meeting "Film Arts Committee” 
(Rm l1-K, Adelphi Hall, 74 Fifth Avenue, NYC 
NY 2023-S% discontinued 12:15 am 5-4-57,. All 
equipment and wiring removed. 0 
NYairtel 5-27-57 NY 1968-S% .aétivated 5-24-57 \e4 
54330 pm "Lower Hast Side CP Section" Di scontinudd 
6-25-57; 12:04 am. Mike & all attendent wiring 
removed. 
NYairtel 5-27-57 NY 2037-S% activated 5-24-57; 
4:30 pm, Rm 11-G, Adelphi Hall, 74 Fifth Ave., 
NYC monitored Rm 11-&, same address "manhattan 
Lecture Group" Discontinued: 5-24-57; 11:50 pm 
Mike and all attendant wiring removed. 
CONESEXTIAL 18-cv-01868-8984 


aa 


Se Ss iheans 


NYairtel 5-27-57 WY 2045-S%.installedsRm 1i-c, * 
Adelphi Hall, 74 Fifth Avenue, NYC at 4:10" pm on 
5-24-57 "NY State @P Comnittee" Monitored Rn 
8=-C. Deactivated 6:30 pm; 5-25-57; Mike and all 
attendant wiring removed. ; 
NYairtel 6-25-57 NY 2050-S* installed at 2 pm; 
6-24.57 to cover meeting "NY State CP Board” (Wi 
[Held in rm 11H, Adelphi Hall at 7:30 pm; 6-24-57. 
Installation monitored in rm 11K. Mike discontinu 
12 midnight 6/24/57 and all evidence of installa- 
tion removed. 

NYairtel 7~1-57 NY 2045-S% installed 4 pm; 6-28 
Cover meeting of "NY State GP Committee" to be 
Sa in se i0-Bs, mane vores fn 10-C, ree Evanare | 
: * 6a 29-57. evidenge nstallatio 
fémoveds Meeting “to be held 6228! 508! oy-01 868-8085 


WYairtél 7-9-57 ‘NY 2050-8 CONFIRENTIAL Rm ‘11K, ° 
10:30 pm 7-8-57 Gover meeting of the "New York 
State CP Board" Installation was monitored in 
Rm IIH. -Misur discontinued 10:50 pm; 7-8-57 ana 
ail -attendent wiring.was removed. - : 

NYlet 7-23-57 NY 2050-S* mike installéd 3:15 
7-22-57 cover meeting of the "Progressive Babe: 
Forum" identified as the NY State CP Board, fe 
Rm 9A, Adelphi Hall, 74 Fifth Ave., NYC. Mike wag 
monitored in Rm 9B. Misur was.removed at 11:15pm 
7-22-57 and all attending wire was removed. 


’ 18-cv-01868-8986 


ADELPHT HALE esse 


W¥airtel 8-5-57 NY 2045-S* mike installed in 
iim 8B, Adelphi Hall, 74 Fifth Ave., NYC at 9:45am 
on 8-4-57 to cover meeting of the "NY State CP 
Committee", Misur monitored in Rm 8A, Installatio 
deactivated 6:15,pm; 8-4-57. Mike @ all attendent 
mtiring removed. Saal 

NYairtel 8-13-57 NY 2050-S% installed in Rm 1OR, 4 
Adelphi Hall, 8-12-57; 4:15 pm Dise: 8-12-57; | & 
12 midnight. Misur monitored Rm 110A. Mike and al’ 
evidence removed of installation 8-12-57. 

NYairtel 8-20-57 NY 2050-Sx blade oweclage 23:15 pm; 
3~-19— t th a 

Board’in Pm 106, "gelpe’ Hb11. Monitored th Rn 


10F. Installation discontinued and removed at 
10: pm _on 8-L19=— Al] attendent wire removede 


CONRBASHAL 18-cv-01868-898/7 - 


‘ 14 ak dk le Gea noe Gengea oe nneines 
NY¥airtel 9-10-57 WY 2050-S% mike {nstaliéd Sisson 
an; 9-9-57 to cover meeting "NY State +.CP Board"? | 
Rn 11 G, monitored from Rm 11 EF. Installation ° 
discontinued 12 midnight 9-9-57 and removed. All 
attendant wire removed. - ; 

NYairtel 9-24-57 NY 2050-S% mike installed at 
4:15 pm; 9-23-57 to cover meeting of "NYState CP 
Board" Rm 11K, Adelphi Hall. Mike monitored -in 
Rm 11H, Adelphi Hall. Installation was disc . 
at 10 pmy 9-23-57. Mike-and all attendent wir gl 
was removed, _ 
\NYairtel 10-1-57 NY 2050-S% mike installed 12 nooi 
9-30-57 cover meeting of NY Stcte CP Board, Rn 
11K, monitored ffm 11H, Adelphia Hall. Dise: 11:4 
pm; 9-30-57 and all attendant wire removed. . 


"18-cv-01868-8988° * 


ADELPHY HALE Tit Wew YORK “= 
° nie het ; ‘CON AL 

N¥airtel 10-15-57 wy 20560 S% was reactivated at 
4:30 pm; 10-11-57, to cover meeting of NYState 
CP Committee" held in Rm 10C, Adelphi Hall, 
10/11, 12/57. Monitored fr Rn 9E. Dise: 6:45 pm; 
10-12-57. Installation removed 11 am; 10-15-57 & 
all evidence thereof. J 
NYairtel 10-15-57 NY 2050-S% reactivated 10:39 
10-14-57, to cover meeting of "NY State CP Board! 
tn Rm ll G at Adelphi Hall, Monitored in Rn Il H 
Discontinued 9:10 pm; 10-14-57. Ali evidence of 
installation removed. 18-cv-01868-8989 
NYairtel 10-21-57 NY 2135-S% reactivated 3:45 
10-18-57 in Rm 9D, Adelphi Hall, to cover meeting 
"Film Arts Gommittee" being held in Rm 8H. Disc; 


11:35 pm; 10-18-57, All_evidence of nmisur was 
removed at that time. ae 


ae) 


"apt ds a. I 
NYdirtel 16222-57 NY 2045-S% & cdPbon mike was a] 
installed at 2 pm, 10-21-57 _to cover meeting of? 
New York State GP Committee" in Rm 10D, Adélphi- | 
Hall. Mike monitored in Rm 11K. Mike discontinu, 
12:30 am, 10-22-57. and all evidence of installa 
tion removed. : , : 
NYairtel 10-29-57 NY 2050-S% a carbon mike was 
installed: 2:45 pm, 10-28-57, to cover meeting o 
"NY State CP Board" at Adelphi Hall. Meeting hel 
in Rm 11E, plant Rm 11H. Discontinued 12:30 am; 
10-29-57. Mike and all evidence of installation & 
removed 11 am; 10-29-57. Spanos aaeretit 
NYairtel 11-20-57 NY 2050-S%'a carbon mike was ' 
nh , Z y ; o e 
Leib Br ta conee abeeng oF HP dads GE Bob Ma. 
Mike monitored in Rm 11H. Mike dise 11330 pm; 
11-18-57 @ all evidence of installation removed. 


Yi oe 


ADELPHT HALL TUS. ,, NEW YORK ¢ 

N¥airtel 11-26-57 NY 2050-S% a carbon mic install] 
2 pm3 11-25-57 in Adelphi Hall, to cover meeting 
"NY State CP Board" in Rm 11K. Mike monitored in 
Rm 11H. Mie dise 11:15 pm; 11-25-57 @ @11 evidence 
of installation removed. : 

NYairtel 12-6-57 NY 2170-S% a carbon mic, in Rm 
9G, to monitor néeting of "industrial Board, iq) X 
Industrial Diviston, CPUSA, DIST #2" in Rm 9G, 
Adelphi Hall reacivated 12:45 pm; 12-4-57,. Plant 
Rm BE. Dise: 12:10 am; 12-5-57. Wiring conditions 
remain same. 18-cv-01868-8991 
NYairtel 12-10-57 NY 2050-S% carbon mic installed 


Spm; 12~9-57, to cover meeting of "NY State CP 
Board" Rn 11K, Adelphia Hall. Mic monitored Rm 
1iH. Mike dise: 11:55 pm; 12-9-57 & ail evidence 


of installation removed. “CONSIPENTIAL “ 


WYaiptel 15.16-8% w¥ 2045-2 & CaPb on” jitke, Was» 
installed in Adelphi Hall, at 2;15° pm; 12~13-57% ( 
cover a meeting of "NY State cP Committee * 
scheduled for 12-13-57 @ 12-14-57 in Rm 9B. Mike 
monitored in Rm 8B,’ 12-13-57 @ in Rm 8C on 12-]14- 
57. Installation discontinued 6:15 pm; 12-14-57 
& mike was removed 11:40 am; 12-16-57, All 
evidence of installation wasremoved. 
NYairtel 12-24-57 NY 2050-Sx reactivated 4 pies 
12-23-57. to cover meeting of NYS CP Board in i 
‘11K at Adelphi Hall, Discontinued 9:30 pm; 12- 
to postponement of neeting. All evidence of: 
itnstallation removed. 


ADELPHT HALE |. TUS conpiDENDAL WW YORE? 
° aa -L6-cV-01868-8993 


NYairtél 1-9-58 NY 2193-sx a mike in’ Rm 8-K to 
monttor meeting of "Industrial Board, Industrial 
Division, NY State CP" in Rm 8-K at Adelphi Hall \ 
activated 6 pm; 1-8-58. Plant Rm 9-A. Discontinued 
11:30 pm; 1-8-58. Wiring conditions remain same | 
afl security precautions observed. bs 
NYairtel 1-10-58 NY 2195-S% a.mike in Rn 9 G pe 
monitor meeting of "Fund for Social Analysis" tn 
Rm 10 G at Adelphi Hall activated 2:30 pm; 1-9-58| 
Plant Room 9 G. NY 2195-S% discontinued 11:15 pm; 
1-9-58. All’ evidence of installation removed. 


WYairtel 1-13-58 NY 2199-Sx EWPROERT tolled in 
Rm 8E, Adelphi Hall, at 3:30 pm; 1-10-58, to 

cover meeting of "NJ State CP Committee", Mike 
monitored Rm 1lOF & discs 6:30 pm; 1-12-58. 


Installation was removed 1-13.58. é ai es oe ol | 
NYairtel 1-13-58 NY 2045-S% @ mike installed in’ [ 
Rn 11D, Adelphi Hall; at 2:30 pm; 1-10-58 to cove; 
meeting of "NY State CP Committee", NY 2045-S% \ 
was d1s0 installed in rm 9D, Adelphi Hall, at b 
3:40pm; 1-10-58 to cover meeting of "NY State GP! 
Committee” to be held 1-12-58, Mike in Rm 11D j 
was monitored from Room 11H & mike in Rm 9D was. ; 
monitored in Rm 1OF. Mike in Rm 11D was dises ile 
at 6:03’ pm; 1-11-58 and mike in Rm 9D was disc; 
6:30 pm; 1-12-58. Both of abv installations were 
removed on 1-13-58 &@ all attendant-wire removed. 
NYlet 1-28-58 NY 2050-S% mike installed at-Adelphy 
Hall, 1:45pm; 1-27-58 to cove in " 

Jtate CP Board” Ba Lin’: ike monitored im 12 
Discontinued 11:40 pm; 1-27-58, Mike &@ all 
evidence of installatton removed. 18-cy-01868-8994 


Apen ping WOE. + Tits ew vope © 


WYlet i- Sue NY 821029% g ni ke ee: =D ¢0 


monitor meeting of "Tidustrial Division, CPUSA 
NY DISTRICT, NY Division" in Rm 10-D, Adelphia 
Hall, activated: 2:45 pms 1-24-58. Plant Rim 10-C 
Dise: 11:35 pm; 1-24-58. Wiring conditions remain 
Same. 18-cv-01868-8995 Hh 
NYlet 2-4-58 NY 2050-S* reactivated 3 pm; 4-3-5 
cover propsed meeting of NYS CP Board" in Rn 1 
Adelphia Hall, Plant Rm 11H. Discontinued 9; 15pn 
'2-3-58 due to. cancellation ef nesting - All evidenc¢ 
installation removed. ¥V 

NY¥let 2-11-58 NY 2050-S% mike installed Adelphia 
Hall at 12 noon; 2-10-58, cover meeting "NY Stat 
CP Board" Rm 11K. Monitored Rm LLH. Mike disc: 
i; :40-pn; 2-10-58 & all evidence removed. 


Apeibir. HALE @ ,  . THs ‘ Lorik. NEW YORK 7 
N¥let 8-11-58 NY 2050-S% ON PERTAL 1s “pm; 
3-10-58, to Cover meeting of "New York State ¢P 
Board"»in Rn 11K, Adelphi hall. Plant rm 114, 
Dise:, 11 pmz 3-10-58. Wiring. conditions remain 
the stme. - 

NY¥let 3-14-58 NY 2249-S% reactivated 1:15 pm; 
3-12-58; on Rm 8-K to monitor meeting of 1) 
"Industrial Board of the Industrial Division" 
|\Plant Rm 8-H. Dise: 11:15 pm; 3-12-58, Wiring 
‘c; ondittions remain the same. 

NYlet 3-27-58 NY 2258-S% reactivated 12:30 pm; 
3-26-58 in Rm 10-F, Adelphia Hall cover meeting 
"Industrial Board of GP", NY 2258-S% dises 
10:55 pm 3-26-58 & permanent wiring conditions 
renain the same. CONFIBENTIAL 18-cv-01868-8997 


er fad 


Bi lat lel) os NY 2267-S# & carbon iike in Rin 
10G, to monitor a meeting of. the” Industrial Bo&ré 
eaus ee Division, NYC, CP", IN'Em 10 G3 
eip all, h Avenue, NY tvated 1: 
4-9-58. Plant Rm 9B. eo ee 
Wiring conditions remain same. 
Ylet 4-24-58 NY 2277-S% activated 1 pm; 4-23-58 
in Rm ll-K, Adelphi Hall, to cover meeting of 
ines tr ta Board", Plant Rm 11-B. Disc: 10:40pm 
28.58, Wiring conditons remain the same. 
Ylet 4-30-58 NY 2280-S% a mike was installed 
12:15 pms 4-29-58, Adelphi Hall to cover meeting © 
of "NY State Cp County Organizers & Membership | 
Directors" held in Rm 10F. Reservations were made 
under name of Progressive Labor Forun. Monitored 
from Rn 11E. Mike & all evidence removed 10:30 | 
4-298 580 _ : 18-cv-01868-899 d 


ie ee 


ADELPHT HALE. og. +s Tit NEW YORK, 
* 3 i 4 . , / 


. on CONFIDENTIAL 
NYlet 5-8-58 NY 2287-S%.d mike in Rn 11-H, to. 
monitor peeting of "Industrial Board of the 
Industrial Division, New York State CP" in Rm 11- 
K at Adelpht Hall, activated 12:35 pm; 5-7-58. 
Plant Rm 11-H. Dise: 10:21 pm; 5-7-58. Wiring 
conditions rema same. 
NYlet 5-15-58 NY 2287-S% a mtke in Rm ll-K, t 
monitor meeting of "Industrial Board g Industrial 
Division, NY State CP" in Rm 11#K at Adelphi Hall 
activated 3 pm; 5-14-58. Plant Rm 11-B. Disc; 
10:28 pm; 5-14-58. Wiring conditions remain the 
Same. 


o? 18-cv-01868-8999 
CONPIBENTIAL 


WY¥iet 5n89.58 WY 2309-34 ean my 11K ‘to 
monitor & meeting "Industrial Board, industrial* | 
Division, NY State CP" in Rm 11-E, at Adelpni ~ 
hall activated 12305 pm; 5-28-58, Plant Rm 10-F, 
Disc: 10:40 pm; sds Wiring conditionsf “Teams 
same. ; 

NYlet 5-28-58 NY 2307-S% was utilized to cover a | 
meeting of "Progressive Labor Forum" IN Rm 10 
Adelphi Halli. NY 2307-S%.installed 1:15 pm; 
5-27-58 and ,Dise: 11:15 pm; 5-27-58. Plant room . 
9E. The mike and all evidence of wiring used to 
cover this meeting have been removed. Hy 


FD 143 dated 6-23-58, 


18-cv-01868-9000 


7 
at ‘ 


ADELPHI Hatt” CONSBENTIAL sys _ iw YORE 7 
~Ere Dd i . 

NYairtel 6-26-58 NY 2324-Ss a carbon mike in Rm 
1l-K, Go monitor meeting of the captioned org: 
in Rm 1l-K at Adelphi Hall activated 11:35 am; 
6-25-58. Plant Rm 11-H. Discontinued 10:40 pm; 
6-25-58." Wiring Conditions remain thé sdme. 
"GP, USA, NY District, Industrial Division, i]}-> 
Industrial Board", 
NYlet 7-2-58 NY 2332-Sx mike installed in Rm 10- 
Adelphi Hall, 3:15 pm; 7-1-58 to cover meeting o 
what was belived to be organizational secretaries) 
and financial secretaries of the county organizat 
in the NY@ area. Installation monttored Rm 10-8. 
Mike dise: 11:05 pm 7-1-58 and all evidence of 
installation removed. _18-cv-01868-9001" 
ae ’ ¢ C 


‘ADELPHI HABL TM _ NEW YO! 


aviet ‘ce ne. 58 NY 2h2h-s* activated 11-12-58; 

2 pm in Rm 10-G, Adelphi Hall cover meeting of 
"Industrial Board of CP, USA, NY District, NY 
Industrial Division." NY 2h2h-Si disc: 10: 3140 pm 
11-12-58. Permanent Wiring conditions remain the 


3-S% was activated on Wry 


NY 2 

12-10-58; 2:15 pm in Rm 10-G, Adelphi Hall, 
covering meeting of "Industrial Board of CP,US& 
NY District, NY Industrial Division." NY 2h3-S 
discP 11 pm, 12-10-58. Permanent wiring 


eonelpebns remain the same. 18- cv-01868- 9003 | 
~L/-50. NY 2 -S* a mike in 


‘adeipbie Hall, activated 1:57 pm; 12-16-58, eee 


meeting of "CP, USA, Wy District Educat#ion, NY 


Division". M nitoved in Rin QA. Dise: 13-46. 
11:30 pm. Miké & all evidence of wiring us eas tee 
cover meeting have been removed. 


FD-1),3. dated 12-2)-58. 


- 18-cv-01868-9004 


a 


IMs NEW YORK 
; 18-cv-01868-9005 

WWYlet 12-23-58 NY 253-S*% activated 1:30 pm 
12-22-58 in Rm 10-F, Adelphi Hall, cover meeting 
of "Industrial Board of CP USA, NY District, NY 
Industrial Division." NY 2453-S% dise: 9:05 pm; 
12-22-58. Permanent wiring conditons remain the 
same. 

WYlet L2-el- -S* activated lO: amin.» hi 
12-23-58 tn Rm 11-G, Adelphi Hall, cover meet 

of "Industrial Board, CP USA, NY District, NY 
Indtistrial Division." NY 2y55-S% dise: 8:55 pm; 
(12-23-58. Permanent wiring remain the same. 
Wlet 1-30-59. NY 2487-S* a carbon mike installec 
in Adelphi Hall, 11:45 am; 1-29-59 to cover meet-' 
Ing of the "New York State CP Enlargd Youth °° =. 
Commission held that date in Rm 10F. Mike was _¥ 


—_——— 


ADELPHI HALL.” 
‘ Ds 


reittoned : ‘in Rm 106, fdeiipht Hall. Mike «&., 
iscontinued 12:05 ams 1-30-59 and all ovidetae. 
of installation. was removed. 


sWlet 2-5-59, NY 2495-S* a mike vas aa 


Hall, was reactivated at 3:10 pm; 2-)- 59. 
pepe was monitored in Rm 9A. Discontin 
9:33 pm; 2-4-59, The mike & all evidence of 
wiring used to cover this meeting have been 
removed. 18-cv-01868-9006 
saree 2- 10-59. WY 2500-S* installed 1:15 pm; 
2-6-59 to cover "NY State Communist Part 
leadership meeting" held in Rm 9C, Adelphi eT 
Plant rm 9A. Discontinued 11:55 pm 2-6-59. : 


Negro Question", was held in Rm 10F, pee oF 
Wu 


ADELPHI HALT IMS -. NEW YORK’? 


sgidecmceak wiring removed 23 10 pm: 2-9-59. 
NYairtel 2-12-59 NY 2507-S* activated in Rm 106, ‘| 
Adelphi Hall, at 2:55 pms 2-11-59 to cover meeting 
of "Economic Research Association." NY 2507~S* 
discontinued 3 pm; 2-12-59. Permanent wiring iT) | 
conditions rema the. same 


NYlet 2-12-59 NY 2506-S* was activated 2:55 pms; Me 
'2=11-59 in Rm 11-K, Adelphi Hall to cover meeting 
of "Industrial Board of CP, USA, NY District, NY 

Industrial Division". NY 2506-S* discontinued 
11:30 pm; 2-11-59 and permanent ee conditions 
remain the same =s01868-9004 


NYlet 2-26-59, NY 2527-S* activated zm at 4:15 pa 
inkm bhnls Adelphi Hall to cover meeting of the | 


"Tadustrial Boney of CP, HSA, NYD, NY Industria 
Dvision", 2527-5* discontinued 6330 pri, - 
2-26-58 due - security reasons and permanent 
wiring conditons reamin the same. In view of the 
fact that no technial soverage was afforded this 
meeting. no dissemination will be made to NY file’ 
NYlet 3-6-59 NY 2540-S* a mike installed at 
Adelphi Hall at 4:30 pms 3-5-59,. to cover a "NY 
State youth meeting" Held in rm 8G. Mike was 
monitored in Rm 8H. Installation discontinued yd 
at 11:58 pms; 3 mrad and all evidence of install- 
at ion was removed 18-cv-01868-9008 i, 
activated 12:50 pa; 
36 11-99 in Rm 8-K, Adelphi Hall cover meeing of 
"Industrial Board, °P, USA, NYD, NY Industrial 
ee ae u 2949 S* discontinned a0 2 pis 
itio i 


ae HAUL IMS 


Wet 3 16-59. WY ase: S* mike installed in Rm 
8E, Adelphi Hall, 1:15 pm, 3-13-59 to cover 1) 
meeting of "NY State CP Negro Commission." wa 
NY 2550-S* was monitored in Rm 9E. Installation 
discontinued 11:20 pm; 3-13-59 and all evidence © 
of installation was removed. 
NY¥let 3-26-59. NY 2560-S* mike in Rm 8K, Adelphi 
Hall was activated at 2:00 pm; 3-25-59 to monitor 
meeting of "CP, USA, NY District, Industrial 
Division ;* Industrial Boazd," in that ae Plant 
Rm 10F. - Discontinued iis 30 pm; 3- ~29-99 ire 
conditions remain the same. 5 a7 bi 868 009 
ete 3-30-59 NY 2565-S* installed 1:47 pm; 
3-27-59, to cover meeting of "NY District CP 
thdabeel held in Rm 10C, Lp Bets ~Biseontinn 


NEW YORK 15 


i 


s 
« 


63 - pms; 3-28-59. Monitored from room 104; 
Security conditions reamin the same. 

NYlet 3-31-59. NY 2566-S* installed 12:40 pm; 
3-30-59 to cover meetin of "CP, USA, NY District 

Youth Group" in room 10G, Adelphi Hall ; Plant 

Room 10E, Discontinued 2:00 ams 3=31-59. 

Security conditions remain the same. 
eee ~6-59, NY 2045-S* reactivated 11 ams iu) 

4.m3=59, to cover meeting of "NY State uF 

Committee" scheduled to be-held 7:30 pm; 4-3-59 & 

10:30 am; 4-4-59 in Rm 11C, Adelphi Hall. At 

- oe pm; ge 4e59, NY 2045- gt was deactivated & all 

ence of installation removed. 


18-cv-01868-9010 J, 


ADELPHI HALL = = -*° IMS... - | NEWYORK 


Wlet 4-9-59. NY 2574-S* activated 12:15 pm; 
'+=8-59 in Rm 10-G, Adelphi Hall, cover meeting of 
"Industrial Board, CP, USA, NYD, Industrial 
Division." NY 2574-S* discontinued 10:51 pm; 
+~8-59 & permanent wiring conditions remain aa 
same. : Lin 
NYlet 4-17-59. NY 2581-S* activated at Adelphi ¥ 
Hall 4-16-59; 1:04 pm to cover meeting of "NY 4 
District CP Youth" scheduled in Rm 8G on 416-59. | 
Mike monitored in Rm 8H. Installation discontinue 
10:09pm; 4-16-59, All:-evidence of installation | 
was removed 18-cv-01868-9011 
NYlet 4-21-59. NY 2585-S*.:activated at 3 pm3 | 
417-59 in Rm 8B, Adelphi Hall to cover meeting of 
"Heonomic Research Assoc." NY 2585-S* dise LL an| 


ADELPHI HALL - IMS... ... NEW YORK) 
Hag ye Rie # ig , 


10:40 pm; 5-13-59 and permanent wiring conditions 
remain the same. 

NWYlet 6-4-59. NY 2614-S* activated 6-$3-593; 12 
noon in Rm 1OF, Adelphi Hall covering meeting of 
"Industrial Board of CP USA, NYD, NY Industrial 
Division." NY 2614-S* discontinued 6-3-9593 

11:10 pm and permanent wiring conditions remain 
the same. pale c¥/ 
WWlet 6-0-59. NY Dolo-S* activated in Rm 10G, /\ 
Adelphi Hall cover meeting "National Groups 
Commission, CP, USA, NY District, National Groups 
Commission" 6-4.-595° 11:55 am. NY 2616-S* . 
deactivated 6-5-593 1: 40 pm permanent wiring 

ma: On Shiks Zins the same 


18-cv-01808-9013 


NYlet é- 5-59, NY bi ge installed be 5. soft 

1:25 pm to cover mee ting of "CP, USA, NY District 

State Committee" held in Rm Lic, Adelphi Hall. 
R Di ti : 6 


FD 143 dated 6-18-59. 


18-cv-01868-9014 


ADELPHI, HALL = = "DScoysmenriae NEW YORK 7 
Viet io 17- 59,7 NY: ‘2628-S* was. installed ‘Ade'lphi | 
Hall at 12 noon; ree 16-59, to- cover meeting of 
"NYS CP Negro Commission scheduled for 6-16-59 
in Rm 10F. NY 2628 monitored Rm 9G. Disc: 10: 30pa 
6-16- All _ evidence of installation was removed 


9. NY 2636-S* activated 6-24-59; 
12 noon in Rm 10-G, Adelphi Hall to cover mee 
of "Industrial Board of CP, USA, NYD, NY 
Industrial Division", NY 2636- St discontinued: 
$~25-593 12 noon & permanent wiring conditions 
cemain the same. _t 
NYlet 6-26-59. NY 2635-S* a carbon mike installed 
1:15 pms; 6-25-59 in Rm 10G, Adelphi Hall to cover’ 
mee une of "Organizational Bureau, CPUSA" . acca 


\ CONFIDENTIAL. 18-cv-01868-0015_! 


NYlet 7-23-59. NY 2055-S* activated at 3 pm; 
7=22-59 in Rm 9-G, Adelphi. Hall, to cover meeting 
of "Industrial Board of CP, USA, NYD, NY Industrib 
Division". NY 2655-S* discontinued: 11 am ; tS 
7-23-59 and permanent wiring conditons remain tie] 
same. 
NYlet 7-29-59. NY 2656~S* installed 1:30 pm; 
7-23-59 to cover meeting of "National Committee 
of the CPUSA" held in Rm 9B, Adelphi Hall, on 
7/25 and 26/59. Plant Rm 10G. Discontinued: 1:1 


18-cv-01868-9016 


‘DELPHI HALL . ~~~ TMS CONFIBEATINLIIW. YORK), 


Wlet ‘g 17- 59. NY 2662-S* activated 1:15 pm; ! 
3-12-59, in Rm 10-G, Adelphi Hall to cover mee tings 
of "Industrial Board, CP, USA, NYD, NY Industrial | 
Jivision", Discontinued: 8- 14-595. 11:15 am & | i 
yermanent wiring conditions remain the Same. il 
Wilet 9-1-59. NY 2669-S* instalted 4:15 pm 
3=28= 59 to cover meeting of "NY State CP Committed 
ield in Rm 11¢, arg sn ee Mike and attendent 
L 


Wilet 9-14-59. NY soe S* was installed 9 9-12-5935 Hl 
? am at Adelphi Hall to cover meeting of "NY State} 
+P Youth Commission" held in Rm 1L1-H at 10:30 am; 

7-12-59. ong monitored in Rm 11-C, Discontinued 


3~12-593 5:40 pm. evid of installation f 
removed. CO AL 18-cv-01868-9017___J 


WWlet 9-25-59. NY 2691-S* activated 9-23-59; - 

12:10 pm in Rm 10-G, Adelphi Hall to cover meeting 

of "Industrial Board, CP USA, NYD, NY INDUSTRIAL 
NY 2691-S* discontinued 9-24-59; 11:30 


's NY 2693-S* activated 9-25-59; I) 
-~H, Adelphi Hall to cover meeting 


"astern Seaboard Conference of the CPUSA" held 

9-25-59 and 9-26-59. On 9-25-59 meeting held in 

1L1-H and was monitored in Rm 11-G. On 9-26-59 

meeting held in Rm 11-H and was monitored in Rm 

~B. Installation was discontinued at 2:45 pm on 
All evidence of arp etecet aam was removed 
4m it aintained 


ADELPHI HALL 


MSCOMHeENTIAL NEW YORK> 


NY¥let ‘1O- 16- 59, NY 2703-S* activated 10-14-59; 
12:45 pm, in Rm 10-G, Adelphi Hall to cover meet 
ing of the "Tndustrial Board of CP, USA, NYD, NY 


Industrial Division". NY 2703-S* discontinued 
10-15-59; 11:40 am and permanent wiring conditions 
remain the same. cv-01868-9019" ye 


remain the same. BC 868-9019" 

N¥let 11-2-59. NY 2713-S* activated in Rm 9-E, 
Adelphi Hall, at 7:15 am; 11-1-59, to monitor a 
meeting of "Lower East Side CP Section, NY County 
CP « Plant Rm 10-B. Discontinued: 1:30, pm; 

g conditions remain same. 

NYlet Tinos On 11-6-593; 3:30 pm, a mike was 
installed in Rm tlc, Adelphi Hall to cover meeting 
‘of "NY State CP Committee", Discontinued 12 noo 
11-9-59. WY 2718-S* was agciened tai nstallation. 


Installation was re 

NYlet con! He 19 53. ae on as gpoted | 
NY¥let 11-17-59 NY 2720-S* activated 2:45 pm; 
11-13-59 in Rm 9-G, Adelphi Hall to cover the 
"Industrial: Division Convention", NY 2720-S* was 
discontinued 12:02 pm; 11-16-59 and permanent 
wiring conditions remain the same. LG 
NYlet:- 11-1859. NY 2722-S*- activated et Fils cis 
11-15-59, in Rm 8K, Adelphi Hall, to cover heatant 
of "Qteen County, NY, CP Convetion." NY 2722~5* 
was discontinued 11: i7 ams 11-16-59 and cae 
wiring conditions remain the same. 


NW¥let 12-7-59. WY 2728-S* and NY 2729-S* aotivad 


11-20-59; 12:15 pm, in Rms 9B and 10D, Adelphi 
Hall to cover convention of "CP USA, NY District 
NY County". Sources disc: 11-23- 593 11:30 am& 


ADELPEE HALL EMS YORK»! 


NYlet con't 13 -7- 59, and pepieinent wiring 
onditions remain the same, 
NYlet 12-7-59. NY 2746-S* activated lo-o- -593 
2:35 pn in Rm 8-K, Adelphi Hall to cover meeting 
of "Industrial Board, CP USA, NY District, NY i 
Industrial Division. i NY 276 - S* discontinued! 
12-4-59; 3:47 .pm and permanent wiring conditions Xt 
remain the same. 
NYairtel 12-8-59. Misur installed 12-8-59; 2 pm 
Rm 11D, Adelphi Hall, to cover meeting of 
"National Committee, CP USA" to be held 12-9-59. 
NY 2759-S* assigned. Monitoring plant will be 
Rm_1LOE. 


FD 143 dated 12-14-59. “CONFIDENTIAL 18-cv-01868-9021 


ADELPET HALL, ee ye MS NEWYORK ‘| 
(amaigamiited “aiothing NY 2916-S* 
Norkers of America Deeceassssaens308 HUTHORTTEOSRIVED FROCK: @ SP 
Authorized: 5-5-6002 16: eres 
FO Notified: 5-5-60 (letter) 
Installed: 5-16-60; 12:20 pm X 


Comment: CP club of the Indu 
club name of “Amalgamated Press’ 21868-90 


PWD/agt RE: CP, USA, NY occa INDUSTRIAL | 
~CERFICERADIVISION, Is -¢ 00-3-4 _/) 


— —_—_ al 


Metio Bautibardner to Belitont 5-'-60, This is at] 
permanent mike installation to cover nee ting: Of. { 
the Amalgamated PSs Tregpass involved, - 


NYlet 5~18~-60.. A "permanent misur arrangement . 
utilizing a carbon mike installed 12:20 pm; i 
5-16-60, The terminal point of the: attendant wy y 
wiring is secreted in the hallway outside and ox 
away from Rm 10E. The’ anshalieuton has been assig< 
NY 2916-S*. | 


18-cv-01868-9023 


ADELPHI HALL 


MS | NEW YORK > 
(holgenttea élothing CONFIEENFIAE= NY 2916-8 
Workers of America 
"Amalgamated Press'!) CLASSIFIE 
ASSIFY ON: | 


NYlet 5-18-60. Installed 5-16-60; ea 20 oa to 
cover meeting of "Amalgamated Pressi! 5-16-60 
Monitoring of the Amalgamated Press meeting — 
terminated 5-16-60; 8 pm and all security (!)-% 
precautions were observed ) 
NYlet 5-24-60. NY 2916-S* activated 3:35 p 
5-23-60 in Rm 10-E, Adelphi Hall to cover meeting 
of "CP, USA, NYD, NY DIVISION, INDUSTRIAL DIVISIO 
NY 2916-S* discontinued 1i: 05° ams 5-24-60 & full 


Security maintained. —__. fas oreer aaa ai 
EDE 13 dated 5-31-60. pATE 10-29.3020 bé 
3 18-cv-01868-9024 CONPISERUAL - —wie -1 


ADELPHI HALL. 
(Amilgam&ted Clothing 
Workers of America .- 
"Amalgamated Press'') ; 


NY¥let 6-8-60, NY 2916- St activated at 11:30 am; 

6-6-60 in Rm 10-E, Adelphi Hall to cover meeting 

of "CP USA, NYD, New York Division, Industrial 

Division." at 3916-S* diseontined Ls i pm; iii 2 
full t intain 


Wiet 6-8-60. NY 2916-S* was Sees “Ths 55 am 
in Rm 10-E, Adelphi Hall to cover mmeting of the 


"Painters Rank and File, CP, USA, _ INDUSTRIAL 
a daeeen BUILDING gee REGION" -NY 2916-S* 


PRCLASSIPICRTION AUTHORITY Senives Rack: 


B-cv-01868-9025 CONEDENTIie ssn 


Wlet 6-15-60. NY 3516 8* activated. L255: pig-y. 

-13-60 in Rm 10-E, Adephi Hall to cover meeting 

"CP, WSA, NYD, New York Division, Industrial 

i NY 2916- S* was ae 220 am 
Lt 


NWYlet 6-22-60... NY 2916-S* activated 12:30 pm on 
6-20-60 in Rm 10-E, Adelphi Hall to cover meeti 
of CP USA, NYD, Industrial Division". NY. 2916-3} 
discontinued : pm on 6-20-60 and full security 
int ; : 
PO1lO-G* activated L:45 pm on 
6-27-60. in 2 Bn 10-E, Adelphi Hall to cover meet- 
‘ing of "CP USA, NYD, New ealatoc gr Industri 
a NY 2916-5 S* Giteoon tinged © Eve pm on 


eT A ening of eee ef 
cAmalgamate Lothin ‘i 2916-5* 
Norkers of Americ afr _vrc -1 


a 
"Amalgamated Press!!) CLASSIFIED os 
18-cv-01868-9027 DECLASSIFY Gas assess: ease * 

NYlet 7-19-60. NY 2916-S* was activated a 
7-18-60 in Rm LOE, Adelphi Hall to cover meeting 
of "CP, USA, NY District, NY Division, Industrial 
Jivision." NY 2916-S* discontinued 8 pm; 7-18-60 
Wilet 8-2-60. NY 2916-S* was activated at -2 pm 
}-1-60 in Room 10-E, Adelphi Hall to cover meeting 
'CP, USA, NYD, NY Division, Industrial aca] 
W 2916-S* discontinued 8:20 pm: 8-1-6 1 


Wlet §-9-60. NY 2916-S* activated at 2 pm; 
3-8-60, in Rm LOE, Adelphi Hall to cover meeting 
of "CPSUSA, NY District, NY Division, Industrial 


Jivision." NY 2916- -S* disc. 8 pm 8-8-60. 


NYlet go ea aoe activated at “U1'95G’am: 
8-22-60 in Rm LOE, Adelphi Hall to cover meeting 


of "CP, USA, NYD, New York Divisbn , Industrial 
Divison!, NY 2916-S* was discontinued at 8:20 pi 
on_ 8-22-60 and full security was maintained, 
N¥let 8-30-60. NY 2916-S* activated at 11:35 am 
8-29-60, in Rm 10E, Adelphi Hall to cover meeting 
of "CP, USA, NY District, NY Division, Industrial 
Division". NY2916-S* discontinued 8:45 pm; 
-60 and full security maintained ____ dik 
N¥let 9-13-00. NY 2910-S* activated at 12:10 an 
9-12-60, in Rm LOE, to cover mmeting of CP 
NY BDistrict, NY Division, Industri¢L Divigion, 
NY 2916-S* aisensiiied 765 pm; 9-12-60 & full 


b. 18-cv-O1 -GO0) SAS — ms —- 


ADELPHI HALL 


SQeLASSIPICATICN AUTHORITY SearvEs FRou. 
PRI AGTOMATIC eeriamehrroerice Cae 
SATE 10-25-2326 


NYLet 9-20- 60, WY LBS cc tiva'ee 603 bic -1 
pm, in Rm 1OE, Adelpnl Hall to cover mestane of 

"CP, USA, NY District, NY Division, Industrial 
Division." NY 2916-S* discontinued 9-19-60; 7 736 
N¥let 9-27-60. NY 2916-S* activated 9-26-60; ll: 
am in Rm 10E, Adelphi Hall to cover meeting of "C 
USA, NY District, NY Division, mee aes Divisio 
NY 3916- S* discontinued 9-26-603 Bate pm and full 
security maintained. cv-01868-9029 
N¥Llet 10-18-60. NY 2916-S5S* activated 1:15 pm; 
10-17-60 in Rm LOE, Adelphi Hall to cover mee ting 
of "CP USA, NY District, NY Division, Industrial 


Division." "NY 29 6oSNpbhagemtinued 8:20 pm; 10-17 


60 and full GNP ENTIAL 343 Ce thee ae 


INYlet 11-1-60. NY 2916-S* Snel 3345 pms .°s 
10-31-60 in Rm 10E, Adelphi Hall to cover meeting 
of "CP USAy NY District, N” Division, Industrial} 
Division." NY 2916-S* discontinued 8:20 pm; : 
10-31-60 and full security was maintined.. mh. 
NYLet 11-8-60.,NY 2916-S* activated on 11-7-603; < 
in Rm 10E, Adelphi Hall to cover meeting of Nop 
USA, NY District, NY oe Industrial Divisior 


3916-S* discontinued 8 139 pm; 11-7-60 and full 
security maintained 


FD 143 dated 11-17-60. 
18-cy-01868-9030 


CO \AL 


DRUMS PICA Ie AUT Ts See 
foo As a ——— 
PRUE Liege 2020 


Wilet 11- 15-60! 916- S* Se pms11~b7¢ -1 
in Rm LOE, Adelphi Hall to cover meeting "CP USA, 
W District, NY Division, Industrial Division," 
W 2916-S* discontinued 8: sh ) pas Id 14-60 and ful 
3 PLANT: Us 


ADELPHI HALL ‘ CONERENTINEW YORK 2 
ee ~ <P nat 


cv-01868-9031 


Wilet 11-22-60. NY 2016.8* was activated 1Dt30 
1-21-60, in Rm 10E, Adelphia Hall, to cover 
neeting ROP, USA, NY District, NY Division, 
{Industrial Division," NY 2916-S* discontinued 
be 24-0 yms3_ 11-21-60 


Wlet 11-23-60. NY sate activated 12:30 pm; ! 


i122-60., in Rm 10K, Adelphi Hall to cover meeting 
of “Painters SectiontqreweRsiaysa , NYD, savaieabaak 


san 


z 
ADELPHI HALL ,; TIMSCONFIE SOO NEW YORK 
Hep AGe rere Ge ee 2 g0TALe 
ful petoentic ceciasiiricnvios en IFIED BY SR ZAC Ad WY 2918s St 
: : ? ADF 
Sete Un eo- aazs af 4 “3881 0 


Y ON: cs 

NYlet 12-15-60. On 12-14-60, NY 2916-S* acti vaved 
+315 pm in Rm 1OE, Adelphi Hall to cover a meetin 
of the "Painters Rank and File, CP, USA, NYD, wo 
Industrial Division, Building Trades Region." *' 
NY 2916-S* discontinued 7:30 pm; 12-14-60 and ful) 
security maintained. The Painters Rank and File ¥ 
did not hold a meeting in Rm 10E on 12-14-60. /sawhotl 
N¥let 12-20-60 NY 2916-S* activated 12:40 pm; 
12-19-60 in Rm 1OE, Adelphi Hall to cover meeting 
of CP USA; NY DISTRICT; INDUSTRIAL DIVISION held 
in that rm under the name "Amalgamated Press", | 
Plant Rm 9G, was diiscontinued 12-19-60; 8:15 pm 

iring conditions remain the same. No equipment of 
any kid was left in the’ plant rooms) -e-01898-9033 J 


Vil 


CORFENTL 18-cv-01868-9034 | 
Wlet 1-10-61, NY oles ge activated: at 2 pm;- 
[-9-61, in Rm 10B, Adelphi Hall to cover meetitig 
of "CP, USA, NY District, NY Division, Industrial 
Division". i 2916-S* ‘discontinued 8: a0 pm; z 
be ae $. 


NYlet ace NY are S* eer <e 12245 pms) 
1-16-61, in Rm LOE, Adelphi Hall to cover = 
meeting of "CP, USA, NY District, NY Divisica, 
Industrial Division." NY 2916~S* was discontinue 
7:20 pm: 1-16-61 and full security was_ maintained} 
NYlet 1-24-61. NY 2916-S* activated 12:35 pms | 
1-23-61 in Rm LOE, Adelphi Hall to cover ' meeting 
"CP, USA, NY District, NY Division, Industrial 
Division". NY 2916-S* discontinued 7: 35 pms 
1-3-61, and full $§ aes 


ADELPHT HAT. 
. “SO LASSIPOCATION AUTHOREIY CEA ive> 
Fel AUTOMATIC ODRCiLAS aL Pick i 

BATE 10-25-2929 ce . ISSIE 
7C z 


R 

NY Let 1-26-61. NY 292%6-S* rasotivate in Rm los, | 
Adelphi Hall, 2:50 pms 1-25-61, to cover a meetin 
of the "Legislative Commission, NY District, CP, 

USA. Installation was monitored in Rm 9G; Adelph 
Hall. Installation discontinued 8:2 1-25-61 
NY¥Llet 1-31-61. NY 2916-S* See ro 12: 227 pms 
1-30-61, Rm LOE, Adelphi Hall to cover meeting 
"CP, USA, NY District, NY Division, Industrial ,, 
Division, NY 2916- s* discontinued 734-5 pm3 

1-30-61 and full security was maintained. (-247T: 96 


N¥Ylet 2-7-61. NY 2916-S* activated in Rm LOE, 


2-6-61; 33 20 pm to cover meeting "CP, USA, NY 


District Divisio ; 
“" {8-cv- °01808- 9035 iy 1 Division, 


ee NEW "YORK at 
NY 2916: ° 


2916-S* dis 
ull securit 
NYlet 2-21-61. NY 2916-S* activated 2-20-61; 
1:20 pm in Rm 10E, Adelphi Hall to.cover a meeting 
of "CP, USA, NY District, NY Division, Industrial 
Division". 


N¥let 3-3-61. NY 2916-S* activated 3:10 pm; 
3-2-61, in Rm 10+E, Adelphi Hall to cover a mmeti 
of "Jewish Commission of the NY District CP." 
2916-S* discontinued 10:22 pm; 3-2-61-and full 
security was maintained. “Asanr. £4 
NY¥let 3-8-61. NY 2916-S* activated 12:30 pm; 
3-6-61 in Rm 10E, Adelphi Hall, cover meeting of 
"op, USA, NY District, NY Division, Industrial 
Division." NY 2916-S* discontinued 7345 pms 


EPH laa cv-01868 


MLASSIPICATION AUlScarry Dea Tres puce: 
S Fal WUTOMATIC CECLARS Ie Tope 


NEW YORK ‘4. 
s_.5 61 ae a ae ats ple n 2916" =1 
— — eas Ents L2b7C -1 
Wiet 3- De 61. NY 2916-S* activaved=lt amy 
3-13-61, in Rm 10E, Adelphi Hall to cover meeting 
ff "CP, USA, NY District, NY Division, Industrial} 
division, t NY 2916-S* discontinued 7:30 pms 
3-13-61 and full security maintained. i. 
Wiet 3-21-61, NY 2916-S* activated 12:15 pm on) 
1-20-61 in Rm 1LOE, Adelphi to cover a meetin of *& 
'CP, USA, NY District, NY Division, Industrial ~ 
Mivision." NY 2916-S# discontinued 8:40 pms a) i 
3-20-61 and full security was maintianed. fants 96 | 
vist 3 -61. 


af "CP, USA, NY District, NY Divésiorn 
sDivision", NY 2916-S* disconti iea—s 


15-61. WY 291 17: Ls 
4305 pm in Rm,10E, Adelphi Hall,74 Fifth Ave. WS 
to cover a meeting of "CP, USA, NY District, NY 
Division, Industrial Division.", NY 2916-S* 
ti sopubimasd 8pm; eee and full security (J) 

t Monitored G 18-cv-01868- 9036. | 
NYLet a 61. NY Soles S* activated 1 pm; 4-24-64 
in Rm 10B, Adelphi Hall to cover a meeting of nop | 
USA, NY District, NY sary a Industrial Divisidn 


NY 2916-S* disc 8:15 pm; 4-24-61. Rm 9G, Ade phi| 
Hall, used for monitoring 4-24-6I 


(DELPHI HALL TES conepentiac: NEW YORK 
sere SR pee of ce ee a te NY, 216 =SF 
Wlet 5-16-61, NY 2916-S* activated 12:40 pm; 
j~15-61 in Rm LOE, Adelphi Hall to cover a meeting 
of "CP, USA, NY District, NY Division, Industrial 
Jivision", NY 2916-S* discontinued 8335 pm; 
j~15-61. Rm 9G, Adelphi Hall used for monitoring 
j-15-6 18-cv-01868-9039 


Wlet 5-23-61. NY 2916-S* activated at 2215 ims 


wey 


3-22-6 

BRGbRSS IPL Gate BOCs See po. C BY: 

rrSS—”:S—r—C“EBPNE == DECL. 

eave Lo gh gle au 9/4 3 b6 -1 
C ; b7C -1 


7 
CONFIBESTIAL ee 


D 143 dated 5-29-61. 


18-cv-01868-9040 


NEW YoRK 
J 2916-—S* — 


Wlet 6-6-61. NY 2916-5* scbinnead 12345 pms 
>~5~61 in Rm 10E, Adelphi Hall to cover a meetin 
xf "CP, USA, NY District, NY Division, Industrial 
Vivis ion." NY 2916-S* was discontinued 8: 05 pms 
35-61. Rm 11K Adetpha Hall, NYC, was used fo 
nonitorin, cia 
NYlet 6-13-61. uy 2916-S* activated 12:35 pm; 
6~12-61, In Rm 10E, Adelphi Hall to cover a mmet 
ing of "CP, USA, Ww District, NY Divison, bé -1 
Industrial Divison, NY 9916-S* discontinuecb7¢ -1 
8335 pms ee an 9G, Adelphi Hall used 
tor monitoring 6-12-61. 


OnLtGoO ~ 2 = DECLASSIPICATICN AUTHORITY OEAIveD Gece. 
PRU AGTUOATIC GECLALSIFICATION Gulee 


18-cv-01868-0041 CONFBENTIAL 


ae 


se oda he »WONEBENS A. 18-cv-01868-4042 
NYlet 6-20-61, , NY 2916-S* activated at. 3:30 pm |: 
6~19-61, in Rm 10E, Adelphi Hall to cover’a meet4 
ing of "CP, USA, NY District, NY Division, j 
Industrial Division." NY 2916-S* discontinued [ 


8:50 pms 6-20-61. aeen 7s Adelphi: Hall was 


WX 


E 


Wiet 6-27-61. MY 2916-S* activated 12 pm; 6-2b-; 


HCP, USA, -NY District, NY Division, «Industrial 
Division", NY 2916-S* 
6=26=-6 m 9G, Us 


PeCLASSIPICATIO® 2 tacnity (ee) 
Fal SGTOMATIC S20 Lassi PICA 
BATS 18-29-2023 BY 


18-cv-01868-9043 lions oe 4) 
eo Ma cei DECLASSJEY—ON: BADE 
NYlet 7-25-61. NY 2916-5* activated I2 noon, 
7-24-61, in Rm LOE, Adelphi Hall to a meeting of 
HCP USA, NY District, NY Division, Industrial 
Division", NY 2916-S* discontinued 8:05 pm; 7 
2-61, Rm 9G, Adelphi Hall used for monitorig 
NYlet 8-8-61, NY 2916-S* activted 12:30 pms; on \@#| 
8=7-61, in Rm LOE, Adelphi Hall to,cover mating 
of "CP, USA, NY District, NY Division, Industria 
Division", NY 2916-S* discontinued 7 pm; 8-7-61. 
Room 9G, Adelphi Hall. used for monitoring 
NYAt -8~23-61, NY 2916-S* activated 12:50 pms _ 
8~21-61, in Rm LOE, Adelphi Hall to cover meeting 
of "CP, USA, NY District, Division, Industria 
Division". NY 2916-S* discoodimins m3; 8-21-61. 


vee 5 Tas we we we —— 
eee: 9G, - sacipn’ Hall was ded for. Honttbesaie « 


NYlet : ‘104-61. WY 2910-S¥ activated 12:55 pm on 
10-2-61, in Rm 10OE, Adelphi Hall to cver a meeti 
of "CP, USA, NY District, N¥ Division, Industria 
Division", "NY 2916-S* discontinued 7255 Pa on 
10~2=61, and full security. aera Rm. 9G EF nde 


Tet LO-LO-61, NY 2916- eee pms "| 
10-9~61, in-Rm 10E, Adéphi Hall to cover a: meeti 
of "CP, eae NY District, NY Division, Industrial 

Division", NY 2916-S* A gon 8 pms oe 
Rm Lik, Adelphi Hall: . 


18-cv-01868-9044 


& 


f— Money Sees rece: 


Wet ea _ehe oee actus 

10-16-61 in Rm 10E, Adelphi Hall to cover a 
meeting of "CP, USA, NY District, NY Division, 
‘Industrial Division", NY 2916-S*. discontinued jy 
8 pms 10-16-61. Rm 9G, Adelphi Hall used for * 

onitori 

NY Let 11-1-61. NY 2916-S* activated 12:30 pm; 
‘10-30-61, in Rm 10E, Adelphi Hall to cover a msetf 
ing of "CP, USA, NY District, NY Division, 
Industrial Divison", NY 291 16-S* discontinued 
9 pms 2 10-30-61. Rm 9G, Adelphi Hall used for 
mon =m STA 
NY1et Tete. NY 2916-S* activated 12:15 pm 
11-13-61, in Rm LOE, Adelphi Hall to cover a tas 
jing of "CP, USA, Ny’ District, NY Division, 


— 


Indaetiial Division. NY. 2916-S* ddndonitriaadl ot: 
8315 pms 11-13-61. Rm 9G, Adelphi Hall used for 


onitorir 


ry 


FD 143 dated 1ied0-62 _ 


18-cv-01868-9046 


ae Pr 
NYTet 12-52Bssrip 097 GU 
12-4-61 in Rm LOE, Adelphi Hall to,e¢ 


“ra meeti 
Lou, Industrial 
sf 8215 pms; 

° oni to 


& full security maintained. Rm 9G 
se fe) onitori 18-cv-01868-9047 | 


ii 


9-62. | rer amor secassrioe b6 -1 
BATE 10-29-2025 2 b7C -1 


ADELP cl | ] 
any HALL . MS CONFIDENTIAL NEW YORK 


N¥tet a-Ub53. bt 2 pm pm; 12-8-59, NY 2759-S* was 
installed in Rm Adelphi Hall, to cover a 
meeting of "National Committee, cP USA." At 12 
noon 12-14-59, this installation was removed and 
discontinued. Monitoring was effected in Rm 10H. 
NY¥let 12-17-59. NY 2776-S* activated 12-16- -5 94 e 
1:10 pm in Rm 8-K, Adelphi Hail, to’cover meetugy 
ot "Industrial Councii of CP USA, NY Division, ) 
Industrial Division." NY 2776S was discontinued 
at 10:15 ams 12-17-59 and permanent wiring 
conditions remain the same. 18-cv-01868- 9048 
NWYlet 1-15-60. NY 2790-S* was activated O pm 
1-13-60 in Rm 9-E, Adelphi Hall to cover mee ting 
of the "Executive *Board of CP, USA, NY District, 


NY Division, Industrial Division" WY, 2790- -S* was] 


18-cv-01868-9049 : 
iscontinued 12:30; pm; 1-14-60 and full security} 
as mai ined 
NWYlet 1-27-60. At 12230 pms 1-22-60, a mike was 
installed in Rm 11D at Adelphi Hall to cover a. 

meeting of "CP, USA, New York District Committee. 
Monitoring was handled from plant located in Rm |{° 
10G. At 12:30 pm; 1-25-60, installation was 
removed including all evidence thereof. Symbet 
NY 2802-S* was assigned {U}- 
NYlet. 2-8-60 At 1:00pm on 2-5-60 a mike was installed in 
‘Room 9E at Adelphi Hall,7 Fifth Ave.NYC Room was reserve 


‘by EILLIAM ALBERTSON, Organizational Secretary,NYS CP:-- 
Meeting was concerned with charges against a OP youth mbr. 
and was conducted in a fashion similar to a Review Commiss 
how nr i < - 2. » 


NYlet, 2-8-60  ----- continued. CONFIBENTIAL 2 


Monitoring was handledfrom a plant located in Rm 108, 
Adelphi Hall. At 11:15 am 2-8-60 the installations was 
removed including all evidence thereof Symbol # 2815-5 
was assigned. Full security has been maintained. o 


NYlet. 2-11-60 NY-2817-S« was activated in accrodance 
FD 143 dated 12-1)-59, at 3:30 pm om 2-10-60 in Rm 11-H, 
Adelphi Hall, 7h Fifth Ave., NYC, covering a meeting of thé 
Industrial Council of captioned organization. Ae 
NY-2817-S* was disc. at 1105 an. 2-11.60 and full secw 

was maintained. _  18-cv-01868- 8050 


~ a . 
ee Wi /5-ab, 2:00 


NYlet. 2-17-60 siy-282) aa oe activated at 300 pm on 
2/16/60 in Room 10-F, Adelphi Hall, covering a meeting of | 


the Painters Rank and File, Building frades Region, 
NY-282h-S% was disc. at 9:00 pm, 2-16-60, and’ fRHU sec. 
was maintained. 


NYilet. 2-18-60 . NY-2825-S* was activated at 2:00 pm on 

| 2-17-60 in Room 8-A, Adelphi Hall , covering a meeting of 
‘the Painters Rank and File, a section of the Building "pe 
Trades Region of the CP USA,NY DISTRICT, INDUSTRIAL DIV. 


& 


18-cv-01868+9051 


